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Inspection Detail 

Inspection: 316670504 - Dupont Displays Inc. 



Inspection Information 

- Office: Ca Van Nuys 


Nr: 316670504 

Report ID: 0950643 

Open Date: 07/10/2013 


Dupont Displays Inc. 

600 Ward Dr. 

Santa Barbara, CA 93111 


Union Status: Nonunion 


SIC: 3823/Industrial Instruments for Measurement, Display, and Control of Process Variables; and Related Products 

NAICS: 334513/ Instruments and Related Products Manufacturing for Measuring, Displaying, and Controlling Industrial Process 

Variables 




Inspection Type: 

Accident 



Scope: 

Partial 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Safety 

Close Conference: 

11/12/2013 



Close Case: 

06/27/2014 

Related Activity: 

Type 

ID 

Safety Health 


Accident 

102787082 



Violation Summary 


Serious 

Wiilful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

1 



2 


3 

Current Violations 

1 



2 


3 

Initial Penalty 

$16,200 

$0 

$0 

$5,485 

$0 

$21,685 

Current Penalty 

$2,925 

$0 

$0 

$3,250 

$0 

$6,175 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

OlOOl 

Other 

342 A 

11/12/2013 

12/15/2013 

$3,250 

$5,000 

$0 

12/09/2013 

F - Formal Settlement 


2. 

01002 

Other 

3314 G02 A 

11/12/2013 

12/15/2013 

$0 

$485 

$0 

12/09/2013 

F - Formal Settlement 


3. 

02001 

Serious 

3314 C 

11/12/2013 

11/15/2013 

$2,925 

$16,200 

$0 

12/09/2013 

F - Formal Settlement 


Accident Investigation Summary 

Summary Nr: 202658068 Event: 05/15/2013 Employee Loses Finger In Compression Fan 

On May 15, 2013 at approximately 7:00 a.m., Employee #1, a construction coordinator employed by Dupont Displays, Inc., sustained an injury to his right hand 
pinky finger by hitting the fan, diagnosing an oil leak inside of a compressor located at the rear of the worksite. Employee #1 was taken to a local hospital, and 
released. Several days later the injury became infected, subsequently, his finger was amputated during treatment. 

Keywords: compressor, amputated, fan, finger, health care facility, infection, struck by 

Inspection Degree Nature Occupation 







316670504 


Machinery maintenance occupations 


1 


Hospitalized injury Amputation 
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